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Message Text 


UNCLASSIFIED 

PAGE 01 ROME 03532 031916Z 

21 

ACTION OES-05 

INFO OCT-01 EUR- 1 2 ISO-OO CEQ-01 NSF-02 EPA-04 /025 W 

109350 

R 031722Z MAR 76 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 6126 

UNCLAS ROME 3532 

E.O. 11652: N/A 
TAGS: SENVOECD 

SUB J : FLUROCARBONS AND PCBS IN THE OECD 

REF: STATE 048565 

U.S. POSITION CONVEYED TO COUNSELOR DEMOHR OF THE FONMIN AND 
ROFESSOR CORTF.LT I .FSF OF THE MINISTRY OF RESEARCH WHO ARE THE 
INVLOVED ITALIAN GOVERNMENT OFFICIALS FOR SUPPORT OF THE U.S. 

POSITION AT MARCH 15-19 MEETING. COJNSELOR DEMOHR INDICATED 
THAT BECAUSE OF THE TECHNICAL NATURE OF THE MATTER HE WOULD CHECK 
WITH PROFESSOR CORTELLESE. SCIATT, NOTING SHORT TIME PERIOD 
TO MEETING REQUESTED APPOINTMENT FOR FURTHER DISCUSSION ON MARCH 8. 
IT APPEARED THAT ITALIAN POSITION NOT YET WORKED OUT BUT WILL 
TAKE AMERICAN RECOMMENDATION INTOHADVISEMENT DURING THEIR 
DELIBERATION. VOLPE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: POLICIES, POLLUTION, PROGRAMS (PROJECTS), FLUORINE, REGIONAL ORGANIZATIONS, MEETINGS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 MAR 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME03532 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760081-0908 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760399/aaaadjkc.tel 

Line Count: 40 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 48565 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 7 JUN 2004 by fisherem>; APPROVED <1 6 DEC 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FLUROCARBONS AND PCBS IN THE OECD 
TAGS: SENV, US, IT, OECD 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



